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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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NATIONAL FOREWORD 

This Indian Standard (Part 1) which is identical with ISO 8670-1:1 988 'Ostomy collection bags — Part 1: 
Vocabulary' issued by the International Organization for Standardization (ISO) was adopted by the 
Bureau of Indian Standards on the recommendations of the Artificial Limbs, Rehabilitation Appliances 
and Equipment for the Disabled Sectional Committee and approval of the Medical Equipment and 
Hospital Planning Division Council. 

Ostomy bags are available in various types. With the advancement in medical sciences and increased 
number of colostomy operations the need for ostomy collection bags has become necessary. The use of 
these bags becomes essential for collecting body effluent/faeces from an artificial opening established 
on the body surface. During the operation part of colon, the major part of the large intestine, is brought 
through an incision in the abdominal wall and formed an artificial opening to allow the discharge of faeces 
into the ostomy bag attached to the skin. 

The standard has been Issued in two parts. Part 2 covers requirements and test methods. This part of 
the standard on vocabulary will help the consumers, doctors, hospital personnel, manufacturers and 
traders to understand the terms used in this trade. This may also help them in import and export of this 

product. 

The text of above mentioned ISO Standard has been approved as suitable for publication as an Indian 
Standard without deviations. Certain conventions are, however, not identical to those used in Indian 
Standards. Attention is particularly drawn to the following: 

a) Wherever the words 'International Standard' appear referring to this standard, they should 
be read as 'Indian Standard'. 

b) Comma (,) has been used as a decimal marker while in Indian Standards, the current practice 
is to use a point (.) as the decimal marker. 

Only the English language text of the International Standard (including alphabetical index) has been 
adopted in this Indian Standard. 
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1 Scope and field of application 

This part of ISO 8670 defines terms used in International Stan- 
dards dealing with ostomy collection bags; related medical 
terms are not defined. 

The terms do not individually or collectively define or recom- 
mend a product of a specific design, style or size. 

NOTE — If a term has one or more permitted synonyms, the terms are 
listed in order of preference; deprecated synonyms are followed by the 
word "deprecated". Alphabetical indexes of the terms in English and 
French are provided. 



2.5 open-ended bag closure: Device that allows drainage 
and reclosure of an open-ended bag. 

2.6 flatus vent: Opening that allows escape of flatus from a 
bag. 

2.7 non-return valve; anti-reflux valve (deprecated): 
Device that prevents or minimizes back-flow. 



2.8 one-piece ostomy system : Effluent collection system 
in which all the component parts are removed from the body 
when the bag is changed. 



2 Terms and definitions 

2.1 ostomy bag: Flexible container for collecting body 
effluent from a stoma. 



2.9 two-piece ostomy system : Effluent collection system 
in which a component is positioned around the stoma; this 
component allows an effluent collection bag to be attached or 
removed, while itself remaining in position. 



2.2 ostomy belt: Belt that holds an ostomy bag in place. 



2.3 closed-ended bag; non-dramable bag; closed- 
ended pouch (deprecated); non-drainable pouch 

(deprecated): Flexible container, without an opening for 
drainage, for collecting body effluent from a stoma. 

2.4 open-ended bag; drainable bag; open-ended pouch 
(deprecated); drainable pouch (deprecated): Flexible con- 
tainer, with an opening for drainage, for collecting body 
effluent from a stoma. 



2.10 urostomy adaptor: Connector that allows continuous 
flow between a urostomy bag and a secondary collection 
system. 



2.11 urostomy bag; urostomy pouch (deprecated): Bag 
for collecting urine from a stoma, usually with an opening for 
drainage. 



2.12 urostomy drainage tap: Device, usually integral with 
the urostomy bag, that allows a urostomy bag to be emptied 
and closed again. 
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A 

anti-reflux valve (deprecated) 2.7 

c 

closed-ended bag 2.3 

closed-ended pouch (deprecated) 2.3 

D 

drainable bag 2.4 

drainable pouch (deprecated) 2.4 

F 

flatus vent 2.6 

N 

non-drainable bag 2.3 

non-drainable pouch (deprecated) 2.3 

non-return valve 2.7 



one-piece ostomy system 2.8 

open-ended bag 2.4 

open-ended bag closure 2.5 

open-ended pouch (deprecated) 2.4 

ostomy bag 2.1 

ostomy belt '. 2.2 



two-piece ostomy system 2.9 



u 



urostomy adaptor 2.10 

urostomy bag 2. 1 1 

urostomy drainage tap 2.12 

urostomy pouch (deprecated) 2. 1 1 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification of 
goods and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in any 
form without the prior permission in writing of BIS. This does not preclude the free use, in the course 
of implementing the standard, of necessary details, such as symbols and sizes, type or grade 
designations. Enquiries relating to copyright be addressed to the Director (Publication), BIS. 

Review of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards are also 
reviewed periodically; a standard along with amendments is reaffirmed when such review indicates that 
no changes are needed; if the review indicates that changes are needed, it is taken up for revision. 
Users of Indian Standards should ascertain that they are in possession of the latest amendments or 
edition by referring to the latest issue of 'BIS Catalogue' and 'Standards: Monthly Additions'. 

This Indian Standard has been developed from Doc: No. MHD 10 (2739). 
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